ETag: "fec29e30ce3d8e42b8348d32c4117d63"
authorization: LOW 3ozqvYVYZEAehk4f:REDACTED_BY_IA_S3
connection: close
content-length: 5803969
expect: 100-continue
host: s3.us.archive.org
te: deflate,gzip;q=0.3
user-agent: ias3upload/0.7.2
x-amz-auto-make-bucket: 1
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-abstract: Factors affecting the (unwanted) seismic response of infrasonic microphones are indicated. Past measurements of ground motion deduced from the radiated atmospheric sound measured with infrasonic microphones are reviewed, and such measurements are compared with seismometer measurements of ground motion. Seismic motions caused by the Japanese earthquake of May 1968 are used in this example. The seismic response of the infrasonic microphone used for this measurement was experimentally determined and the results are presented. A simple method of compensating for interfering seismic effects on microphones is described.
x-archive-meta-cite: J. Res. Nat. Bur. Stand. Sec. C: Eng. Inst., Vol. 75C, No. 1, p. 41
x-archive-meta-collection: NISTJournalofResearch
x-archive-meta-creator: Bedard, Alfred J.
x-archive-meta-date: 1971
x-archive-meta-description: Journal of Research of the National Bureau of Standards
x-archive-meta-issue: 1
x-archive-meta-language: English
x-archive-meta-mediatype: texts
x-archive-meta-page: 41
x-archive-meta-publisher: National Bureau of Standards
x-archive-meta-rights: The Journal of Research of the National Institute of Standards and Technology is a publication of the U.S. Government. The papers are in the public domain and are not subject to copyright in the United States. However, please pay special attention to the
x-archive-meta-title: Seismic response of infrasonic microphones
x-archive-meta-volume: 75C
x-archive-meta01-subject: Compensation
x-archive-meta02-subject: ground motion
x-archive-meta03-subject: infrasonic microphones
x-archive-meta04-subject: seismic response
x-upload-date: 2012-05-15T17:20:00.000Z
